EXPECT GREAT SAVINGS 



WITH 



ADDED 



COMFORT " WHEN USING H ° YME AIR CONTROLS 



Save up to 20% 

on your 
Heating Costs 



MAKE UP FRESH AIR CONTROL 
(SERIES 'HAG 



MAKE-UP 
AfR CONTROL 



^ PROVIDES COMFORT AND SAVES ENERGY 
WORKS WITH NATURAL GAS, PROPANE & 

^ OIL FURNACES OR BOILERS 
CSA CERTIFIED 

^ TEN YEAR LIMITED WARRANTY 

These easily installed motorized dampers, 
attached to the heating system, open when 
your furnace is running to provide fresh air for 
FUEL EFFICIENCY. When your furnace 
stops, the dampers close, preventing cold air 
from coming in. Stopping cold air SAVES 
ENERGY and increases COMFORT. 




PUT A DAMPER ON COLD AIR : 



SOLD BY 



PRINTED IN CANADA 



DO YOU KNOW THE IMPORTANT DIFFERENCES 
BETWEEN THESE TWO PRODUCTS? 




NLE.TS 

£0WCGmROL\£D FLOW OF COLD A LR. 

THE BUCKET 




MOTORIZED DAMPERS 



Wastes expensive 
heating fuel. 

* Is not CSA approved. 

* Does not stop the flow of cold air which 
causes discomfort. 

* Satisfaction is not guaranteed. 

A bucket wastes money and causes a 
cold basement. 



Saves from 5% to 20% 
on heating fuel*. 

^ Code certified and CSA approved, 

•7^ Stops unwanted cold air and increases 
comfort. 

^ Satisfaction guaranteed.** 

Hoyme dampers save money and 
improve comfort. Satisfaction 
guaranteed or your money refunded** 



Savings realized when using Motorized Combustion Air Dampers 

Cost of heating your home last year $700 $800 $900 $1000 $1200 $1400 $1600 $1800 
Expected yearly savings using a Hoyme damper $142 $163 $184 $204 $245 $285 $326 $367 

"PUT A DAMPER ON COLD AIR" 

* Based on a 1994 Report by "ALTERNATIVE & RETROFIT ENERGIES INCORPORATED' , Calgary* Alberta and tests done by the University of 
Alberta Department of Mechanical Engineering, 1994, 

** Satisfaction guaranteed or Hoyme Manufacturing will refund the cost of the damper. 



HOYME MANUFACTURING INC. 



451 2 - 39 Street, Camrose, Alberta, Canada T4V 2N5 
E-mail: hoyme@hoyme.com • Website: www, hoy me. com 



